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PROCEDURE FOR STATISTICS PRINTING 
BRIO & BRIO 250 


1. Connect printer to RS232 socket on control board. 

2. Turn on machine. 

3. Press program button on control board. 

4. Press program button again. 

5. Press button 7. 

6. Turn on printer. 

7. Press button 2. (Printing will now commence) 

8. When printing has finished turn off the machine and the printer. 

9. Disconnect printer from control board. 


(Machine displays 'Complete Selection') 
(Machine displays 'Present Fault') 
(Machine displays 'Confirm?') 


Layout of buttons 


GROUP UK 


previous function 
next function 


& 


increase data unit (+1) 
decrease data unit (-1) 
exit function 
confirm function 


delete data 
confirm data 
change data ^) 
reset failures ^} '. 
installation ^s) 
reset statistics 
print statistics ^J? 
display statistics 


The buttons shown within the dotted line perform direct 
functions, the ones outside are used to scroll through the 
menu or to change data. 
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